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INDEX    OF    CLASSES. 


Name  of  class. 


Aerated  liquor  apparatus 

Air  and  gas  engines 

Amalgamators,  ore-mills 

Arcliitectiire 

Artiticial  limbs,  &c 

Baking 

Baliug-presses 

Baths,  closets,  &c 

Bee-hives 

Bell  and  brass  founding 

Bleaching,  dyeing,  &c 

Blowers 

Boats 

Bolts,  nuts,  rivets 

Bookbinding 

Boots  and  shoes 

Braid,  thread,  &c 

Breech-loaders 

Brewing,  cider,  &c 

Bricks 

Bridges 

Brushes  and  brooms 

Buckles,  buttons,  &c 

Builders'  hardware 

Butchering 

Candles,  soap,  &c 

Carbureters 

Carding  and  roving 

Carpenters'  tools 

Carpentry 

Carriages  and  wagons 

Cartridges  and  bullets 

Casting 

Casting  soft  metals 

Chemical  processes 

Clocks  and  watches 

Cloth-dressing,  &c 

Clothes-making 

Coffins 

Coopering 

Cotton . 

Counting  and  registering 

Cultivators 

Cutlery 

Dairy  apparatus 

Dental  instruments 

Distilling  and  rectifying 

Driers 

Edge  tools 

Electrical  apparatus 

Excavating  and  grading 

Fences  and  gates 

Files  and  rasps 

Fiue  arts 

Fire-arms 

Floorcloths 

Flour-mills 

Food,  preservation  of 

Food  for  stock,  preparing... 

Forging 

Fuel 


3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
Ifi 
17 
1« 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
3(J 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
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49 
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52 
53 
54 
55 
56 
57 
58 
59 
60 
61 


Furniture,  &c 

Garden  and  orchard  tools 

Gas,  distribution  of 

Gas  heaters 

Gas,  manufacture  of 

Gearing 

Glass  

Governors 

Grinding  and  polishing 

Guup<jwder 

Harness  and  saddlery 

Harrows,  rollers,   &c 

Harvesters,  A 

Harvesters,  B 

Hats  and  felting 

Hay  tedders,   &c.... 

Hemp  and  flax  .^ 

Hoisting  machinery 

Hoop-skirts  and  corsets 

Hose  and  belting 

Hydraulic  engineering 

Ice-making 

ludia-rubber 

Iron  and  steel , '. 

Jewelry 

Journals,  bearings,  &c 

Kitchen  and  table  utensils... 

Knitting,  netting,  &,c 

Lamjjs  and  lanterns 

Laundry  apparatus 

Leather 

Locks  and  latches 

Locomotives 

Looms 

Manures 

Mathematical  instruments 

Medical  compounds 

Metallurgic  jjrocesses 

Metal-woi'king 

Me'.eorological  instruments.. 

Musical  instruments 

Nails  and  spikes 

Needles,  pins,  &c-. 

Ordnance  

Organs  

Paints  and  varnishes 

Paper- making 

Paper  manufactures 

Paving 

Photography 

Pianos  

Plating 

Plows 

Pottery 

Poultry,  care  of 

Printing 

Pumps 

Punching  and  shearing 

Railroads,  (the  "  Way"). . ... 
Railroads,  (rolling  stock, )  A- 


62 
63 

64 

65 

66 

67 

68 

69 

70 

71 

72 

73 

74 

75 

76 

77 

78 

79 

80 

81 

82 

83 

84 

85 

86 

87 

88 

89 

90 

91 

92 

93 

94 

95 

96 

97 

98 

99 

100 

101 

102 

103 

104 

105 

106 

107 

1C8 

109 

110 

111 

112 

113 

114 

115 

116 

117 

118 

119 

120 

121 


Railroads,  (rolling  stock,)  B . 

Revolvers 

Rock-drilling  and  blasting. . . 

Rolling  metals 

Roofing 

Rope  and  cordage 

Safes  and  vaults 

Salt 

Saw-mills 

Saws 

Scales  and  weights 

Seeders  and  planters 

Sewing-machines 

Sheep,  care  of 

Sheet-metal  working 

Ship-building,  (the  hull) 

Ship-building,  (masting,  &c). 

Ships,  propulsion  of 

Silk 

Spades,  shovels,  &c 

Spinning 

Sports 

Stabling,  stalls,  &c 

Starch  

Stationery 

Steam-heaters,  &c 

Steam-boilers,  (construction) . 

Steam-boilers,  (furnaces,  &c) 

Steam-engines 

Steam-pistons,  &.c 

Steam- valves , 

Stone,  lime,  and  cement 

Stoves  and  ranges 

Sugar  and  molasses 

Surgical  instruments 

Survey  ing  and  optical  instru- 
ments   

Telegraphs 

Thrashing,  &c 

Tobacco 

Toilet  articles 

Trunks  and  satchels 

I'ube  and  wire 

Type  and  stereotype 

Umbrellas,  fans,  &c 

Ventilators 

Water,  distribution  of 

Water-wheels 

Willow  and  rattan 

Wire-working 

Wood-screws 

Wood-lathes 

Wood-working,  (machine- 
tools)  

Wood-working,  (special  ma- 
chinery, A) 

Wood-working,  (special  ma- 
chinery, B) 

Wood -working,  (special  ma- 
chinery, C) 
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SUBJECT-MATTER  INDEX 


OF 


PATENTS    EOR    INVENTIONS, 

MADE    FOK    THE    CONVENIENCE    OF    SUBSCRIBERS. 


No. 

Name 

of  class. 

Inclu^ 

ing— 

1 

Aerated  liquor 

apparatus 

Soda-fountains;  sirup-gages;  tumbler-washers;  ice- 

shavers  ;  bottle-fillerS;  cl 

saners,  and  washers ;  corks 

and     bottle-stoppers ; 

siphon-bottles ;      mineral 

waters. 

Agricultural  implements 

[Sec  "Bee-hives,"  (9;) 

"Hay-tedders,       &c.," 

"Cultivators,  "(43;) 

(77;) 

"Dairy  apparatus," 

"Plows,"  (114;) 

(45;) 

"Poultry."     [care     of,] 

"Fences  and  gates," 

(116;) 

(52;) 

' '  Seeders  and  Planters, " 

"Food    for     stock, 

(133;) 

[preparing,"] 

"Sheep,"       [care       of,  J 

(59;) 

(135;) 

"  Garden  and  orchard 

"Spades,  shovels,  &c.," 

tools,"  (63;) 

(141;) 

"Harrows,     rollers, 

"Stabling,   stalls,   &c.," 

&c.,"  (73;) 

(144;) 

"Harvesters,"     (74 

"Thrashing,            &c.," 

■• 

to  75 ;) 

(159.  )j 

2 

Air  and  gas  en 

ffines 

Caloric,  compressed  air,  aero-steam,  and  gunpowder 
engines.     All  vapor-engines  other  than  "  Steam- 

g^ij_iv^a.  .. . 

engines,"  (150.) 

3 

Amalgamators 

and  ore-mills 

Arrastras,  ore-stamps,  crushers,  washers,  separators, 

&c. ;    quartz,  marble, 

stone,    coal,  bone,  plaster 

breakers. 

4 

Architecture, 

lexcept    "^Roof- 

Awnings  ;    chimneys  ;    fire-proof  building  ;    founda- 

ing," (Tier 

)    and  '^  Carpen- 

tions  ;    iron,  brick,  pise  building ;    light-houses ; 

try,"  (30.)] 

masonry ;  plastering  ;    1 
vault-covers  and  lights 

tools  and   modes ;    vaults, 

walls. 

5 

Artificial  limbs 

,  &c' 

Prosthetic   parts — eyes,  palates,  &c. — except  teeth. 
[Ste  "Dental,"  (46.)] 

6 

Baking 

Bread-making ;  processes 
ovens ;    yeast   and   its 

and   machinery;    bakers' 

o 

substitutes ;    cracker-ma- 

chines,  dough-raisers  and  kneaders  ;  aerated  bread 

apparatus. 

7 

Baling-presses 
Baths,  closets. 

Cotton  and  hay  presses  ; 

Baths  ;    bath-heaters  ;    w 
tures  ;  sinks ;  water-tra 

bauds  ;    ties  ;   hoop-locks, 
ash-stands    and    their  fix- 

8 

&c 

)s;  water-closets;  urinals; 

earth-closets. 

9 

Bee-  hives 

Apiaries  ;  bee-culture  ;  mc 

)th-traps  ;  bee-fumigators 

No.  I  Name  of  class.  Including — 


10  i  Bell  and  brass  founding'-. i 

'  BeltiDg [See  "Hose  and  belting,"  (>■?]. )] 

Billiards [Sec  ''Sports,"  (143.)] 

;  Blasting I  See  "  Eock-drilling  and  blasting,"  (1-24.)] 

11  Bleaching,  dyeing,  sizing,  and      Compositions;  processes:  macbinery. 

printing  fabrics. 

12  Blowers Bellows:  tuyeres:  air-pumps:  blow-pipes. 

13  I  Boats Boat-building:     life-boats;    oars    and    row-locks; 

;  davits;  detaching  boats  from  davits:  rafts;  pon 

ton  and  boat  bridges. 

Boilers [See    "Steam-boilers,"'     (148:)     or    "Stoves    and 

ranges,"  (154.)] 

14  I  Bolts,  nut^,  and  rivets Screw-bolt,  nut,  rivet,  and  washer-making  machines  ; 

i  stock  and  dies  ;  taps  ;  lock-nuts. 

i 

15  Bookbinding Kinds  and  styles;   materials,  processes,  tools  and 

machinery  ;     sewing-presses    and     book-folders ; 
newspaper  clamps  and   covers ;     albums ;    scrap- 
books  ;  paging  and  numbering  machines ;  paper- 
j  ruling  machines  ;  indexing  ;  account-books. 

16  I  Boots  and  shoes Tools  and   machinery;    trees;    lasts;    ice-creepers: 

bootjacks ;  shoe-fastenings. 

17  j  Braid,  dress-cord,    thread,    and      Braiding-machines  ;     warping,     balling,    winding, 
'       yarn.  spooling,   reeling,    packaging;    dressing,    sizing, 

drying,  and  polishing  thread  :  chenille. 

18  j  Breech-loaders :  Magazine  tire-arms. 

I 

19  ;  Brewing:  wine  and  cider  mak-     Processes  and  machinery;  fruit-presses:  malting; 

ing.  ageing,    cooling,   preserving   fermented   liquors  ; 

anti-fermentation  compounds  ;  treatment  of  hops  ; 
washing-barrels  ;  vinegar  processes  and  appai'atus. 
I  I 

20  i  Bricks  and  draining  tiles Machines  ;  presses  ;    molds  ;  kilns  ;    manufactures  ; 

draining  and  cement  pipe ;  paving  and  roofing 
tiles. 

21  !  Bridges [ Except  Hohtlr.g.  ponton,  &c.     Sec  "  Ships,"  (137  :) 

[  "Boats."  (13.)]     Iron  trusses,  piers  and  columns. 

82     Brushes  and  brooms Machines  for  making:  brush-backs;    handles,  and 

machines  for  making ;  bristle  assorting,  bunching, 
[  cleaning,    «S:c.;    making   broom-splints;    broom- 

}  heads  ;   mops. 

23  Buckles,   buttons,  clasps,  eye-     And  machines  for  making,   {_exc(jjt  fish  h^oks,  and 

lets,  hooks,  snap-hooks,  rings.        hooks  and  eyes,  (104.)] 

24  Birilders'     hardware,      [except      Bolts,  hinges  :  sash,  gate,  and  door  hangings;  stops, 

"Locks  and  latches,"  (93.)]    ''       checks,  springs,  and  fasteners  for  shutters,  blinds, 

doors,  sash,  and  windows;  fire,  till,  door,  and  win- 
dow alarms;  casters;  be!l-hauging;  stair-rods  and 
fastenings;  hand-culls,  &c. 


5 


No. 


Name  of  class. 


Including — 


•25  i  Butchering  appliances. 


2(j 


Aniraal-catcliing,  slaugbterin^,  skinning,  scalding, 
cleaning;  gambrels,  gallows,  &.C.:  meat-cutters 
and  mincing-machines ;  sausage  cutters  and  stuf- 
fers. 


Candles,  soap,  fats.  glue. — .. -■  Compositions,  processes,  machinery ;  steariue,  paraf- 

1       fine,    &c.;    pressing,   rendering,   blanching,  tfcc. ; 
lard,  tallow,  &c.;  gelatin:  oil  presses  and  filters. 

27  ,  Carbureters For  air  or  gas. 

28  Carding- and  rovino- 


29  Carpenters'  and  joiners'  tools, 
lexcept  "Edge  tools,"  (49;) 
"Saws,"  (131.)] 


30      Carpen  try- 


Cotton  pickers  and  cleaners  ;  wadding,  batting,  and 
lapping  machines;  cans  for  slivers;  combing- 
machines ;    washing,    burring,     cleaning,    oiling 

%Y00l. 

Augers,  awls,  bits,  bit-stocks,  claw-hammers,  gim- 
lets, planes,  screw-drivers,  and  machines  for  mak- 
ing ;  benches  and  fittings  ;  bench-vises,  dogs,  and 
clamps;  bench-tools;  gages,  miter-boxes,  &c., 
box-scrapers ;  veneering-tools ;  spike,  nail,  and 
tack  extractors. 

Carpenters'  and  joiners'  work  of  buildings  ;  Avooden 
frames  and  partitions:  floors,  joists,  and  girders; 
stairs  ;  doors,  windows,  sash,  shutters  and  blinds  ; 
frames  of  roofs  ;  weatherboarding,  weather-strips, 
scaffolding  and  ladders  ;  machinerj'-  for  making 
sash,  blinds,  &c. 

Special  tools  and  machinery ;  spoke,  axle,  hub,  fel- 
ly, and  Avheelwrights'  machines  ;  spoke-shaves  ; 
carriage  builders'  hardware  and  trimmings  ;  sleds  : 
sleighs;  ice-cars;  children's  carriages  ;,  veloci- 
pedes ;  trucks;  barrows;  stretchers;  ambulances; 
carts;  carriage  springs  and  brakes;  detaching 
horses  ;   ox-yokes  :   double  and  single  trees ;  hay- 

1  racks. 

I 

32  i  Cartridges  and  bullets Projectiles  for  small-arms   and  fowling-pieces,  and 

machines  for  making;    percussion-caps  and  ma- 
I  chines  for  making  ;  bullet-molds  ;  shot-making. 

33  Casting ., ;  Tools,    machines,    and    processes   of    the   foundry, 

[excfpi  "Bell  and  brass  founding,"  (10.)]    Flasks, 
chills,  molds,  mold-facing. 

.34  !  Casting  soft  metals Alloys  for  white-metal  ware  :  albata,  German-silver, 

j  or  Britannia  wai-e  :  pewter  ware. 


31      Carriage  and  wagfon  makino- 


.35  j  Chemical   apparatus   and  pro- 
cesses. 


lOthcr  than  " Metallurgic,"  (99;)  "Food,  preser- 
vation of,"  (^S;)ond  "Medical compounds," (98.)] 
Preservation  of  timber  and  fiber ;  chemical  fire- 
extinguishers  ;  water  and  fire  proofing  compounds 
and  processes. 


Civil-engineering 


[S««  "Architecture,"  (4  ;) 
"Bridges,"  (21;) 
"  Carpentry,"  (30;) 
"Excavating       and 

grading,"  (51;) 
"Hydraulic       engi- 
neering," (82 ;) 


"Paving,"  (110;) 
"Railroads,"  (120-122;) 
"  Eock-drilling  and  blast- 
ing," (124;) 
"Roofing,"  (126;)] 
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No 


36 


Name  of  class. 


lucluding- 


Clocks  and  watches. 


37     Cloth  dressing,  finishing-,  &c  .. 


38      Clothes-making,  [except  "Sew- 
ing-machines," (134.)] 


40 
41 

42 

43 
44 

45 


48 


49 


39     Coffins 


Cooling  apparatus 

Coopering 

Cotton 

Cotton-presses 

Counting  and  registering 

Cultivators 

Cutlery 

Dairy  apparatus , 


46     Dental  instruments  and  supplies . 


47      Distilling  and  rectifying 


Drafting  instruments 


Driers 


Edo^e  tools 


Horological  instruments,  parts,  tools,  and  m.achines 
for  making  ;  clock-cases;  dials;  chronographs; 
watch-cases,  hands,  and  keys ;  watch-dials;  and 
machines  for  making. 

Fulling,  sponging,  stretching,  drying,  napping, 
shearing,  gassing,  measuring,  folding,  packing, 
&c. ;  gig-mills. 

Tailoring;  measuring,  fitting,  cutting  out,  and 
pressing  garments;  appliances  of  the  work-table; 
thimbles,  cushions,  threaders,  bodkins,  thread- 
cutters,  darning-lasts, tatting-shuttles, and  crochet ; 
cutting  out,  manufacturing,  and  fitting  gloves; 
plaiting,  fluting,  pinking,  ruffling,  &c. ;  quilt- 
ing-frames ;  wearing  apparel,  [except  of  paper, 
(JU9  ;)]  furs  ;  pockets. 

Caskets ;  burial-cases ;  corpse-preservers ;  coffin- 
hardware  ;  hearses. 

[See  '=  Food,"  (58.)] 

Tools  and  machines;  stave  and  hoop  machines; 
barrel,  keg,  drum,  and  bucket  machines ;  barrel- 
lining;  bungs  and  vents;  gaging  instruments; 
cylindrical  and  barrel  saws. 

Cotton-pickers,  [from  the  boll;]  gins;  cotton-seed 
cleaners. 

[See  "  Baling-presses,"  (7.)] 

Arithmometers  ;  counting-registers ;  recording  appa- 
ratus ;  voting  apparatus ;  odometers ;  fare  and 
ballot  boxes  ;  dividing-engines  ;  coin-counters. 

Cultivators;  shovel-plows;  hoeing-machines ;  cot- 
ton scrapers  and  choppers. 

Knives  and  forks ;  swords ;  machetes ;  corn  and 
cane  knives  ;  scissors  ;  shears  ;  knife  and  scissors 
sharpeners ;  steels. 

Butter  and  cheese  making ;  milk-coolers,  pans, 
buckets,  shelves  ;  cow-milkers. 

Artificial  teeth  and  gums ;    dentists'  chairs ;  dental 
fillings     and    compositions  ;     dentifrices  ;     [for 
"Vulcanite"  see  b4  ;    "Atomizers,"  see  98.] 

Spirits,  oils,  and  acids;  refining;  spirit-meters; 
tests  ;  revenue-guards  ;  burning-fluids  ;  alcohol- 
meters  ;  fish-oils ;  oleometers. 

[See  "Mathematical  and  drafting  instruments," 
97.)] 

Fruit,  grain,  lumber,  peat,  wool,  &.c. 


Axes  ;  hatchets  ;  adzes  ;  drawing-knives  ;  chisels  ; 
turning  tools,  (for  wood  ;)  picks ;  mattocks  ;  hay- 
knives;  scythes;  sickles;  snaths;  cradles;  and 
tools  and  machines  for  making. 


No. 


Name  of  class. 


50     Electrical  apparatus  and   tele- 
graph supplies. 


Including— 


51 

52 

53 
54 


56 
57 

58 


59 


60 


55 


Excavating  and  grading 

Fences  and  gates 

Files  and  rasps 

Fine  arts 


Fire-arms 


Flax 

Floor-cloths 

Flour-mills 

Food,  [preservation  of] 


Food  for  stock,  [preparation  of]. 


Forging 


61     Fuel.... 


Furnaces 


Electric-telegraphs,  Voltaic  batteries,  magnets,  and 
magneto-electric  apparatus ;  mariner's  compass, 
lightning  rods. 

Cisterns  ;  earth-boring  ;  excavators  ;  ;  fortifications  ; 
grading ;  inclined  planes ;  sirbstructure  of  rail- 
roads ;  culverts  ;  sewers  :  tanks  for  storage ;  -well- 
boring,  curbs,  and  well-tubing. 

Wire-stretchers ;  fence-posts ;  post-drivers ;  post- 
hole-diggers  ;  hedge  planters  and  trimmers  ;  flood- 
fences. 

Machines  for  making  file-blanks  and  cutting  files ; 
re-dressing  files  ;  rasps  ;  file  chisels  and  hammers. 

Engraving;  plate-printing;  bank-notes;  revenue, 
&c.,  stamps;  lithography  and  allied  arts;  deco- 
rative painting  ;  stenciling;  die-sinking;  marquet- 
ry; inlaying;  mosaic;  artists'  appliances;  cray- 
ons ;  frames  and  picture-mounting ;  advertising 
and  pxhibitional  devices ;  globes ;  orreries ;  arti- 
ficial flowers,  &c. ;  school-charts  ;  show-cases. 

Small-arms,  [except  ''Breech-loaders,"  (18;)  and 
"Eevolvers,"  (J23;)]  f/ieir  parts,  tools,  manufac- 
ture, and  accessories,  [except  "Cartridges  and 
bullets,"  (32.)]  Pistols  ;  flasks  ;  cap-boxes;  bay- 
onets;   air-guns;    armor,   [personal;]  rifling. 

[See  "Hemp  and  flax,"  (78.] 

Oil-cloths;  carpet  fabrics;  carpet-lining;  druggets; 
matting;  door-mats,  carpet-lining  machines. 

Millstones  ;  picks  ;  bolts;  bran-dusters;  smut,  hull- 
ing, and  hominy  machines;  ventilating  mill- 
stones ;  bag  holders  and  fasteners  ;  flour-packers. 

Curing  fish  and  meat ;  chemical  preparation  of  food  ; 
preserving  by  treatment,  exclusion  of  air  or  use 
of  gases  ;  fruit-jars  and  cans  ;  preserving  houses, 
cars,  and  cellars  ;  condensing  milk  ;  ice-safes;  re- 
frigerators for  food ;  cooling  processes,  [except 
"Ice-making,"  (83;)]  ice-picks,  crushers,  and 
ice-houses. 

Granaries  ;  corn-huskers,  shellers,  and  mills  ;  grain- 
bruisers  ;  root  washers,  assorters,  and  cutters  ; 
feed-mixers;  straw-cutters;  agricultural  boilers 
and  furnaces. 

Blacksmiths'  forges  and  tools  ;  shoeing-tools  ;  horse 
and  ox  shoes;  furnaces  for  heating skelps, blanks, 
tires,  &c. ;  steam,  power,  and  hand  hammers  ;  an- 
vils, chains,  vises,  and  machines  for  making ;  an- 
chor-making ;  tire-making  and  upsetting-ma- 
chines;  welding;  horse-shoe  machines. 

Artificial  composts;  peat  treatment  and  machines; 
kindling,  making  and  putting  up. 


[5ee  "  Steam-boiler      fur- 
naces," (149  ;) 
"Stoves         and 
ranges,"  (154 ;) 


■  Metallurgic  furnaces," 
(99;) 

Food   for   stock,   &c," 
(59.)] 


8 


No. 


62 


Name  of  class.  Includinj^- 


Furniture  and  upholstery 


C4 


Garden  and  orchard  tools,  [e.r- 
ccpt  "Spades,  shovels,  &c.," 
(141.)] 


Gas,  [^distribution  and  use].... 


Chairs;  tables;  bedsteads  and  bedding;  ward- 
robes ;  bureaus ;  cradles ;  desks  ;  sofas  ;  book- 
cases ;  bracket-shelves;  cabinets;  closets;  wind- 
ows, shades,  and  curtain-tixtures  ;  carpet  fasteners, 
cleaners,  and  stretchers;  spittoons;  curled  hair 
and  its  substitutes  ;  school- furniture  ;  special  ma- 
chinery for  making  furniture  ;  chair-back  and  seat 
machines  ;  feather-renovators ;  looking-glasses  and 
mirrors. 

Pruning,  grafting,  and  transplanting  tools;  layer; 
ing;  trowels;  tree  and  plant  protectors  ;  frames - 
forcing-pits ;  fruit-gatherers  ;  flower-pots,  stands, 
and  baskets  ;  insects  traps,  lamps,  and  fumigators  ; 
fruit  boxes  and  crates. 

Pipes  and  tubing;  regulators;  meters;  fittings; 
chandeliers;  gasaliers  ;  burners;  gas-fitters'  tools; 
lighting  gas  by  electricity;  gas-alarms,  lixcept 
'•Carbureters,  "  (27  ; )  ' •  Gas-heaters,  "  (05  ; ) 
Gas-engines,"  (2  ;)] 

Gas-engines \_See  "Air  and  gas  engines,"  (2;)] 

65  I  Gas-heaters Cooking  and  heating  by  gas  or  lamps. 

66  Gas,  [mart«//aci?/rf.] Machinery;    processes;    purification;    tests;     pho- 

tometers. 

67  I  Gearing Mill-gearing ;    mechanical    movements ;    apparatus 

for  reversing,  converting,  and   transmitting    mo- 
I  I       tiou  and  changing  speed. 

iSS  1  Glass Compositions;  tools  and  machines;  glass  pots  and 

I  furnaces  ;   glaziers'    diamonds ;    lapidaries'    tools 

and  appliances;  artificial  gems  ;  vitreous  enamels. 

69  j  Governors Governor  cut-offs. 

70  i  Grinding  and  polishing Tools;  materials:  n)achinery  for  grinding,  polishing, 

burnishing,  buiiing;    grindstones;    laps;  emery- 
wheels  ;  whetstones  ;    rifles  ;  hones  ;  strops  ;  stove- 

I       polish  ;  tool-holders  for  grinding. 

71  Gunpowder Compositions,  processes,  and  machinery  for  explosive 

and  mcendiary  compounds  ;  matches,  compositions 

[       and  manufacture,   [not  splints,   (174;)]   rockets; 
pyrotechnics  :  eprouvettes  ;  ballistic  pendulums. 

72  Harness  and  saddlery !  Tools,  machines,  and  special  hardware,  lexccpt  snap- 
hooks  and  rings,  (2;};)]  stirrups;  hames ;  bits; 
trees;  whips;   tethers;   fly-nets;   holsters;  sleigh- 

1       bolls  ;   leather-punches. 

Harrows,  rollers,  A- c Harrows:     rollers:    clod-crushers;    stalk-choppers. 

Harvesters,  [A] Keapers,    mowers,  and    combined    machines;    their 

rakes,    cutters,    droppers,    binders ;    reaper-knife 
i       sharpeners ;  harvester-gearing. 

75  Harvesters,  [B] Corn-harvesters  and  shockers :  bean,  flax,  and  hemp 

harvesters ;    lawn-mowers ;    clover    and    timothy 
headers. 

76  I  Hats  and  felting ,  Materials,  processes,  and  manufacture;    bat-blocks 

I  and  conformators. 


No. 


Name  of  class. 


Including' — 


I  Hay-presses [.s'tc  "  Baling-presses,"  (7,)] 

T7  Hav-tedders,  rakes,  and  forks..  Horse  hay-forks;  hay  loaders  and  stackers;  ma- 
nure forks,  hooks,  loaders,  and  spreaders  ;  hay- 
caps,  rakes,  and  forks  ;   f^raiu-forks. 

Heaters [See  "Gas-heaters,"  (65;)    "  Steam  and    hot-water 

,  heaters,"  (147  ;)   "  Stoves  and  ranges,"  ( 154.)] 

78  j  Hemp  and  flax Rottincr ;    braking;    hackling;    scutching;    oakum 

and  hair  pickers. 


79  I  Hoisting  machinery. 


80  Hoop-skirts  and  corsets. 

81  Hose  and  beltino^ 


82  :  Hydraulic  engineering. 


83  !  Ice-making  .. 

84  India-rubber  . 

85  '  Iron  and  steel 


Elevators  ;  cranes  ;  derricks  ;  windlasses  ;  cap- 
stans ;  tackle  and  blocks  ;  pulley-blocks ;  lifting, 
hydraulic,  rail,  screw,  and  lever  jacks  ;  hydraulic 
hoists  ;  stump-extractors  ;  post-pullers  ;  fire- 
escapes  dumb-waiters  ;  claw-bars:  brakes  for  ma- 
chinery. 

Machines  for  making ;  attaching  clasps,  &c. 

Materials;  manufacture;  hose-couplings,  protectors, 
and  bridges;  belt-fasteners. 

Aqueducts  ;  breakwaters  ;  caissons  ;  camels  ;  ca- 
nals ;  .coffer-dams  ;  current  and  tide  meters  ;  dams ; 
diving-bells  ;  docks  ;  dredgiug-machiues  ;  fish- 
ways  ;  flood-gates  ;  harbors  ;  irrigating  appara- 
tus ;  landing-platforms  ;  levees  ;  locks  fi)r  canals; 
marine  railways;  piers;  piles,  pile-drivers,  &c.; 
quays :  raising  sunken  vessels ;  reclaiming 
marshes;  rivers,  improvement  of ;  slips;  snag-re- 
movers ;  submarine  armor,  apparatus  and  cables  ; 
tide-basins,  gages,  and  gates  ;  wave-powers. 

Machines  and  processes. 

Processes  and  machinery  ;  vulcanite  and  its  uses ; 
gutta-percha,  [except  "  Hose  and  belting,"  (81.)] 

Treatment  of  ore ;  smelting;  puddling;  squeezing; 
cementation  ;  steel-processes  ;  annealing  ;  case- 
hardening;  tempering. 


86  I  Jewelry :  Tools;      setting;     jewelers'    alloys:    watch-chain 


makino:- 


87  i  Journals,  bearings,  and  shafting - 


Anti-friction     metal,    compositions,     and    rollers  ; 
journal-box  lining  ;  couplings;  clutches;  lubrica- 
tors ;    eil-cups  ;    oilers  ;    drums  ;    band-wheels  ; 
band-pulleys  ;  belt-tighteners  ;  hangers  ;   lubrica- 
j       tors  for  spindles. 

88  i  Kitchen  and  table  utensils Machines  for  preparing  bread,  meat,  fruit,  and  vege- 

j  tables  for  cooking  or  the   table ;  kuife   and  dish 

I       cleaners ;    egg-beaters  ;    spice-boxes  and  graters  ; 
I  '       nut-crackers ;    can-openers  ;    flour-sifters  ;    cork- 

■  ,       screws ;  coftee  and  spice  mills. 


89      Knitting,  netting,  &c. 


90     Lamps    and  lanterns 


Knitting-machines  :  bobbinet  and  lace  machines  ; 
hosiery  and  knitted  goods  ;  darning-machines. 

Wicks  ;  shades  ;  chimneys  ;  chimney-cleauers  ; 
smoke-bells;  lusters;  lighters;  reflectors;  extin- 
guishers, (fee;  vapor-burners  ;  candlesticks  ; 
catoptric,  dioptric,  magnesium,  bude,  electric,  &c., 
lights;  match-safes  ;  snuff"ers  ;  wick-trimmers; 
cigar-lighters:  locomotive  head-lights;  lamp-posts. 


10 


91 


Lathes 

Laundry  apparatus . 


{_See    "Metal-working',     (machine 
"Wood  lathes,"  (172  )] 


tools,")    (100;) 


92     Leather. 


93  I  Locks  and  latches. 


94     Locomotives . 


95     Looms. 


96  I  Manures. 


97 


98 


99 


100 


Mathematical   and    drafting   in- 
struments. 


Medical  compounds. 


Metallurgic  furnaces  and  pro- 
cesses. 


Metal-working,  (machine-tools) . 


"Washers  and  v/ringers  ;  wash-hoards  ;  washing  com- 
pounds ;  clothes  driers,  lines,  pins,  reels,  sprink- 
lers ;  smoothing  and  Italian  irons,  &:.c.;  iron- 
heaters  ;   mangles  ;  ironing-tables. 

Tanning,  processes  and  machinery ;  bark-mills ; 
currying;  dressing;  machines  for  cutting,  shav- 
ing, splitting,  and  embossing;  dressing;  finishing; 
enameling;  parchment;  compositions  for  dressing 
and  waterproofing  ;  blacking ;  punching  ;  wash- 
ers and  wads. 
[See  "Boots  and  shoes,"  "Trunks  and  satchels," 
(16;)  (162.)] 

"Harness  and   sad- 
dlery," (72;) 
Locks  ;  trimmings  ;  knobs  ;  spindles ;  keys  ;  guards ; 
latches. 

Their  boilers  ;  furnaces  ;  spark-arresters  ;  engines  ; 
valve-motions ;  frames ;  trucks  ;  tenders  ;  traction 
engines;  dummies;  portable  engines;  cow- 
catchers. 

Their  varieties,  parts,  applications,  and  products 
woven  fabrics  of  horse-hair,  cane,  straw,  and  slats ; 
machines  for  making  weavers'  harness  ;  loopers 
for  carpet-rags. 

Compositions,  processes,  machinery ;  marl,  guano, 
phosphates,  poudrette,  &c.  ;  offal  of  manufactures 
and  sewage  for  fertilizers. 

Compasses  ;  graduated  scales  and  measurers  ;  panto- 
graphs ;  ellipsographs  ;  rulers  ;  protractors  ; 
squares  ;   calipers. 

Medicines;  topical  applications  ;  beverages;  anaes- 
thetics; appliances  for  compounding  and  ad- 
ministering medicine  ;  pharmaceutical  apparatus  ; 
disinfectors  ;  deodorizers  ;  atomizers. 

lExcept  "Iron,"  (8.5;)  "Amalgamators  and  ore- 
mills,"  (3;)]  assaying  ;  alloys  ;  roasting  and  treat- 
ing ores. 

Lathes  (metal)  and  lathe-tools  ;  machines  for  bor- 
ing, drilling,  planing,  turning,  slotting,  shaping, 
milling,  &c.,  metals;  gear-cutting;  machinists' 
hand  and  chipping  tools;  wrenches;  tube,  bolt, 
and  rod  cutters  ;  countersinkers. 

[See    "Bell     and     brass     "Grinding     and    polish- 


founding,"  (10;) 
"Bolts,     nuts,    and 

rivets,"  (14  ;) 
"Buckles,    buttons, 

i&c,"  (23;) 
"Builders'         hard- 
ware, "(24;) 
"Casting,"  (33-4;) 
"Cut:ery,"(44;) 
"Edge  tools,"  (49;) 
"Files  and   rasps," 

"Forging,"  (60;) 


ing,'  (70;) 

"Locks  and  latches," 
(93;) 

"Nails  and  spikes," 
(103;) 

"Plating,"  (J13;) 

"Punching  and  shear- 
ing," (J19;) 

"Rolling  metals,"  (125;) 

"Saws,"  (131;) 

''Sheet -metal,"  (136;) 

"Tube  and  wire," 
(163.)], 
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101 


102 


103 


104 


106 

107 


108 


109 


110 

111 

112 
113 
114 

115 

116 

117 


Including- 


Meteoroloffical  instruments 


Musical  instruments. 


Nails  and  spJkes 


Needles,  pins,  &c. 


Optical  instruments 
105  i  Ordnance 


Anemometers  ;  barometers  ;  hygrometers  ;  thermom- 
eters, &c. 

[Excepting  "  Organs,"  ( 106;)  awrZ  "Pianos,"  (112;)} 
leaf-turners;  tuning-iustruments,  &c. 

Machines  and  dies  for  making;  staples;  nail-plate 
feeders  ;   tacks  and  tack-leathering  machines. 

Pins  and  needles,  and  machines  for  making  and 
papering;  sewing-machine  needles  ;  hair-pins  and 
making  ;  hooks  and  eyes  ;  fish-hooks. 

[Sec  "  Surveying  and  optical  instruments,"  (157.)] 

Carriages  ;  mounting  and  operating  ordnance  ;  pro- 
jectiles for;  mantelets;  cannon-sights;  primers; 
shell-fuses;  grenades;  machine-guns;  locks  for 
ordnance  ;  tompions  ;  rammers  ;  sponges,  &c. 


Organs !  Pipe  and  reed. 


Paints  and  varnishes 


Paper 


Paper  manufactures 


Paving 


Photography 
Pianos 


Plating 

Plows  and  plow-irons. 


Pigments  ;  paint-mills  ;  gilding  ;  graining  ;  stain- 
ing ;  bronzing  ;  japanning  ;  painters'  tools  [except 
"Brushes,"  22;]  lacquers,  white  lead,  zinc-white, 
&c.;  paint  and  oil  packages  ;  lamp-black ;  sand- 
blowers  ;  paper-hangers'  appliances. 

Processes,  materials,  machinery ;  papier  naach6  ; 
manufacture  of  articles  direct  from  the  pnlp ; 
binders'  and  other  boards  ;  enameling  ;  glazing 
and  water-proofing  paper  ;  vegetable  parchment ; 
water-marks  and  safety-guards  in  the  paper. 

Manufacture  of  articles  from  paper;  machines  and 
processes   for  making  paper-bags,  boxes,  collars, 
envelopes,  twine,  &c.;  paper-perforating  machines  ; 
paper  apparel ;  tags,  labels,  tickets  ;  paper  floor 
cloth ;  paper-cutters ;  wall-paper  making. 

Iron,  wooden,  concrete,  asphalt,  &c. ;  compositions 
for  ;  road-making ;    pavers'   tools  and  machines  ; 
road  rollers    and    scrapers ;     side-walks ;     street 
sweeping  machines. 

Instruments  and  processes. 

Kinds  ;  actions  ;  attachments. 


Gilding ;    silvering  ;    galvanizing  ;    electro-plating  , 

tinning. 
Steam,  gang,  horse,  and  hand  plows ;  rotary  spaders  ; 
j       land-parers  ;  root-diggers  ;  sub-soil,  draining,  and 
I       mole  plows  ;   mold  boards  and  materials  for. 

Pottery,  and  porcelain ■  Terra-cotta;    fine  ceramics  ;   tools;    modes;   molds; 

saggers  ;  biscuit-ovens  ;  kilns  ;  crucibles  ;  glazing. 


Poultry  [care  o/] j  Houses ;  coops  ;  nests  ;  incubators  ;  egg-boxes ;  egg- 

'  assorters  ;  egg-testers  ;  egg-preserving  composi- 
tions. 

Printing,  and  printers' furniture.  Presses;  compositors'  appliances  and  cases;  com- 
posing and  distributing  machines  ;  paper-dampers  ; 
feeders;  newspaper-folders;  addressing-machines; 
turtles.  Machines  for  making  printers'  furniture, 
&c. 
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No. 


Name  of  class. 


Including — 


Propellers 

118  Pumps.       [except      Air  pumps, 

119  i  Punching  and  shearing  metal  .. 


120 


Kailroads.      [  Sub-structure.  ] . . 
Railroads.     [Superstructure.'] 


121 


Railroads.  [Rolling  stock,  ex- 
cept "Locomotives,"  (94.)] 
A. 


122     Railroads.    [Rolling  stock.}    B. 


123 
124 

125 


126 

127 
128 
129 

1.30 
1.31 


Registers 

Revolvers 

Rock  drilling  and  blasting. 

Rolling  metals 


Roofing , 

Rope  and  cordage 

Safes  and  vaults 

Salt 

Saw-mills  and  sawing-machines . 
Saws 


132 


Scales,  (weighing;  )weights  and 
measures. 


[See  "Ships,  (propulsion,)"  (139.)] 

Water-elevators  ;  well-curbs  ;  fire-engines  ;  wind- 
mills for  pumps;  beei;-fountains ;  ejectors;  hy- 
draulic rams  and  canes;  syringes';  injectors; 
steam-pumps. 

Shearing,  punching,  bending,  and  riveting  ma- 
chines; making  tube-sheets. 

[See  "Excavating  and  grading,"  (51  ;)  "Bridges/' 

(21.)] 
Elevated,  pneumatic,  portable,   track-laying,  street, 

&c.,    railways;    sleepers;    ties;    tracks;    rails; 

turn-outs;  switches;  crossings;    joints;  fish-bars; 

frogs  ;      chairs  ;     turn-tables  ;      bumping-posts  ; 

guards ;   gates ;    switch   signals,    indicators,    and 

lanterns  ;  station  time-indicators  ;  car-replacers. 

Passenger,  sleeping,  freight,  box,  cattle,  platform, 
grain,  coal,  tank,  hand,  wrecking,  street,  revolving, 
safety,  ifec,  cars ;  car  couches,  seats ;  mail-bag 
receivers  ;  station  indicators  for  cars. 

Car-axles  ;  axle-boxes  ;  brakes  ;  bumpers  ;  couplings ; 
springs;  trucks;  wheels;  car-starters;  snow- 
plows. 

[See  "Counting  and  registering,"  (42;)  or  "Stoves 
and  ranges,"  (J54.)] 

Their  extractors. 

Mining ;  tunneling  ;  electric  and  fuse  firing  ;  blast- 
ing-fuses ;  torpedoes. 

Piles  and  fagots ;  reheating  furnaces ;  rolling  ar- 
mor plates,  or  special  forms;  angle-iron,  horse- 
shoe, or  spike-bar  ;  lightning-rod  or  other  "blank  " 
bar ;  rolling  sheet  metal,  or  hoop-iron  ;  straight- 
ening or  bending  bars  and  rails. 

Compositions;  materials;  processes;  gravel-heaters; 
slating,  tiling;  compositiorus  for  preserving  roofs; 
eaves;  guttering;   spouting. 

[Except  "Wire  rope,"  (170.)] 

Lining  for  safes. 

Apparatus  for  evaporation  ;  treatment  of  valines 
salinometers. 

Band,  circular,  drag,  gate,  nmley,  scroll,  veneer 
saws,  and  mills;  saw-mill  dogs;  gates;  headblocks  ; 
rossmg  machines  ;  saw-dust  carriers. 

[ Except  cylindrical  and  barrel  saws— see '  'Coopering, " 
(40;)  surgical  saws— see  "  Surgical  instruments,'*' 
(156;)  "Saw  mills  and  sawing-machines,"  (130)] 
Saw-gummers,  sets,  swages,  teeth  ;  insertable  saw- 
teeth ;  saw-makmg  and  saw-filing  machines  ;  saw- 
frames,  gages,   and  horses. 

Balances  ;  dynamometers  ;   letter  and  coin  balances. 
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Name  of  class. 
Seeders  and  planters  . . . 

Sewir-g--inacirmes 

Sheep  Icarr  o/] 

Sheet-metal  workiuj^... 


Including — 


Ship-building-,   [/«*//] 


Ship-buildino-,  Imasts,  riggingr, 

4-c.  ] 


Ships,  l^propulsion^. 
Silk 

Soap 

Soda  fountains 

Spades,  shovels,  &c 

Spinning 

Sports 

Stabling,  stalls,  &c, 


Starch  

Stationery. 


Drills  ;  planters  ;  broad-cast  seeders  ;  fertilizer-sow 
ers  ;  hand-planters  ;  land-markers  ;  seed-droppers  ; 
dibblers. 

Attachments  and  accessories,  ^except  "Needles," 
(104.)] 

Sheep-sheds,  racks,  and  troughs;  sheep-taggers,  hold 
ers,  shears,  and  shearing-machines  ;  fleece-tables, 
and      tiers  ;      sheep-washes,     daubing  ;    foot-rot 
curatives. 

Tin,  copper,  and  sheet-iron  working  ;  planishing- 
hammers ;  machines  and  tools  for  embossing, 
swaging,  corrugating,  stamping,  spinning,  seam- 
ing, (SiC,  sheet-metal ;  solders  ;  plumbing  and- 
soldering  tools,  and  furnaces;  sealing-cans  ;  man- 
ufacture of  sheet-metal  culinary,  table,  and  other 
ware  ;  oil  cans  ;  w^ash-boilers  ;  coffee  and  tea 
pots  ;  planishing  ;  gold-beating  ;  steel-pen 
making;  foil. 

Floating-batteries ;  submarine  and  torpedo  vessels  ; 
floating-bridges  ;  ice  boats  and  breakers  ;  canal- 
boats  ;  ships'  armor  :  steering  ;  center-boards  ; 
bilge  water  and  leak  alarms  and  gages  ;  machin- 
ery, ways,  and  tools  of  the  ship-yard. 

Sails;  anchors;  cable-stoppers,  &.c. ;  ships'  logs; 
sounding ;  life-preservers  ;  buoys  ;  beacons  ;  shoal 
and  fog  alarms,  and  marine-signals. 

Paddle-wheels;  screw,  hydraulic,  &c.,  propellers. 

Culture  of  the  worm;  and  all  manufacturing  ma- 
chines and  processes,  Icxcept  "  Spinning,''  (142.)] 

[See  -'Candles  and  soap,"  (26.)] 

\_See  "Aerated  liquor  appai'atus,  (1.)] 

Digging-forks,  hoes,  garden-rakes,  and  machinery 
for  making. 

Spinning-machines  ;  drawing-frames  ;  bobbins  ; 
flyers  ;  spindles. 

Billiards;  games;  toys;  skates;  fishing;  piscicul- 
ture; nets  ;  harpoons  ;  animal  and  fly  traps:  game- 
bags  ;  dredges;  game-counters;  archery;  automata; 
balloons  ;  flying-machines  ;  gymnastic  and  exercis- 
ing apparatus. 

Arrangement  and  appointment  of  stables  ;  mangers  ; 
stanchions  ;  cattle-ties  ;  racks  ;  troughs  ;  singeing 
and  currying  tools,  and  machines  ;  horse-blankets; 
stocks  for  milking,  shoeing,  or  veterinary  pur- 
poses ;  hopples  ;  muzzles  ;  pokes  ;  gags  ;  muzzle 
and  snout  rings. 

Machinery  and  manufacturing  processes. 

Graphite,  slate,  and  indelible  pencils  ;  pens  ;  print- 
ing, indelible,  and  writing  inks  ;  ink-stands  ;  copy- 
ing-book and  presses  ;  letter-boxes;  paper-punches; 
eyelet-presses ;  paper  clips,  files,  and  fastenings  ; 
slates  ;  mucilage  and  bottles ;  book-supports ; 
address,  seal,  and  canceling  stamps  ;  cards  ; 
card-holders  ;  calendars  ;  blotters  ;  writing-cases  ; 
portfolios  ;  pocket-books  ;  tablets  ;  office-time  in- 
dicators and  mechanical  memoranda. 
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No. 


147 
148 


149 
J  50 

15J 
152 

]53 


154 


155 


156 


157 


158 


159 


IGO 


Name  of  class. 


Steam  and  hot-water    heaters.. 

Steam-boilers.         ^Construction 
and  attachments.} 


Steam-boilers.      \_Furriaces,  set 
ting,  <&c.  ] 

Steam-engines 

Steam-pistons  and  packing-. ... 
Steam-valves  ^ 

Stone,  lime,  and  cement 

Stone  and  coal  breakers 

Stoves  and  ranges 


Sutrar  and  molasses 


Surgical  instruments 


Including- 


Surveying  and   optical  instru- 
ments. 


Tanning 

Telegraphs  ... 

Thrashing,  &c 

Tobacco 


Radiators  ;  valves  ;  registers,  boilers,  &,c. 

Steam -pressure  and  water  gages  ;  safetj'-valves  ; 
indicators;  steam-pressuve  and  draft  regulators; 
alarms  ;  whistles  ;  floats  ;  feeders  ;  feed-water 
regulators  and  heaters ;  super-heaters ;  tubes, 
tube-cleaners,  &c.  ;  anti-incrustators ;  fusible 
plugs,  &c  ;  steam  generators. 

Grate-bars;  bridges;  doors  ;  fuel-feeders,  &c.;  boiler- 
covering. 

Varieties  [except  "Locomotives,"  (94;)]  and  parts 
of  [except  "Steam-pistons  and  packing,"  (151  ;) 
"Steam-valves,"(152  ;)  "  Governors,"  (69  ;)  j  con- 
densers ;  traps. 


Slide,  rotary,  puppet,  piston,  cut-off,  &c.  ;  valve- 
motions. 

Tools;  sawing,  polishing,  and  dressing  machiises  ; 
quarrying-machines  ;  artificial  stone,  marble,  and 
slate;  concrete;  mortar;  lime;  lime-kilns;  stone- 
saws. 

[See  "Amalgamators  and  ore-mills,"  (3.)] 

Trimmings  and  cast  utensils,  [except  "  Sheet-metal," 
(136;)]  pipes;  drums;  damj)ers,  &c. ;  hot-air 
furnaces  ;  domestic  furnaces  ;  fire-places  ;  water- 
backs  ;  grates  ;  toasters  ;  fenders  ;  fire-irons  ;  coal- 
scuttles ;  coal  and  ash  sifters  ;  foot-warmers  ;  car- 
heaters  ;  stove-pipe  and  chimney  cleaners,  «fc.c. 

Mills,  process,  evaporators,  and  appliances  in  the 
manufacture  or  refining  of  sugar  from  the  cane, 
sorghum,  beet-root,  or  maple ;  sap  spouts  and 
buckets  ;  bagasse-driers  ;  confectionery ;  glucose  ; 
pans  for  evaporating  vegetable  extracts ;  saccha- 
rometers ;  bone-black  furnaces  and  apparatus ; 
cane-strippers  ;  sugar-breakers. 

Apparatus  and  supplies;  operating  tables,  &c.; 
obsteteric  apparatus  ;   crutches  ;  splints  ;   trusses. 

Astronomical  instruments  ;  microscopes  ;  stereo- 
scopes ;  magic-lanterns  ;  opera-glasses ;  specta- 
cles ;  lenses  ;  levels  ;  angle-meters,  &c. 

See  "Leather,"  (92.)] 

Acoustic,  pneumatic,  semaphoric,  &c. ;  speaking- 
tubes,  signaling  devices,  i^ther  than  marine  and 
railroad;  [for  electric-telegraph  sec  "Electric 
apparatus,  &.C.,"  [50.)] 

Thrashing  and  winnowing  machines  ;  fanning-mills  ; 
clover-hullers  ;  straw-carriers  and  stackers  ;  grain 
screens  and  riddles;  band-cutters;  horse-powers. 


Processes,  machinery,  and  appliances  for  the  manu- 
facture and  use. 
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No. 


Name  of  class. 


Including — 


161  I  Toilet  articles . 


162     Trunks  and  satchels. 


168 


169 


170 


175 


163     Tube  and  wire  making. 


164  Type-founding  and  stereotypiDg. 

165  Umbrellas,  parasols,  canes,  fans. 
Valves 

166  i  Ventilators 


Watches 

167  I  Water,  \_distribution  of] 


Water-wheels 

Wearing  apparel 

Willow  and  rattan  work. 

Wire-workinff 


171  '  Wood-screws. 

] 

172  I  Wood-lathe^. 


173  Wood-working.  Machine-tools, 
\_eiccpt  "Wood-lathes," 
(172.)] 

174  i  Wood-working.      [Special   ma- 
\       chinery.']     A. 


Wood-working.      [Special   ma- 
chinery ;    turned  icork.  ]     B. 


176  I  Wood- working.      [Special  ma- 
chinery.']    C. 


Combs,  saws  and  machines  for  making;  wigs  ;  bar- 
bers* appliances ;  hair-cutters,  curlers,  crimpers, 
&.C. ;  pomade,  cosmetics,  hair-washes,  &.c. .;  tooth 
brushes  and  picks. 

Special  tools  ;  traveling-bags;  haversacks;  accouter- 
ments  ;  mail  bags  and  locks  ;  tents  ;  carpet-bag 
frames. 

Machines  for  making  lead  pipe,  brass  tubes,  wclded- 
iron  pipe,  gun-barrels,  draw-plates,  lining  tubes 
and  cylinders;  wire  and  rod  pointing  ;  tube-ex- 
panding; ferrules  ;  annealing,  coiling,  and  straight- 
ening wire. 

Type  and  stereotype  metal ;  type-casting  ;  finishing 
machines ;  electrotypiug,   &c.  ;  rubber-type,  &c. 


[See  "  Steam-valves,"  (152.)] 

House,  ship,  mine,  railroad-cars ;  cowls  ;  wind-sails  ; 
air-filters. 

[Sec  "  Clocks  and  watches,"  (36.)] 

Mains;  pipes,  [except  ''Hose,"  (81  ;)]  stop-valves; 
water-meters;  hydrants;  fire-plugs;  street-wash 
ers  ;  nozzles  and  rose-heads  ;  ball-cocks  ;  faucets  ; 
funnels;  barrel-fillers;  fountains,  [«oi  soda,  (1  ;)] 
filters,  [centrifugal  and  others  ;]  street-sprinkling 
carts  ;   leaches  ;  siphons. 

Gates  ;  forebays  ;  chutes  ;  current  and  tide  wheels. 

[Sec  "  Clothes-making,"  (38.)] 

Osier-peelers  ;  basket-making;  machines  for  cutting, 
slitting,  dressing,  and  polishing  rattan. 

Wire-fabrics  and  woven  wire-work  ;  machinery  and 
tools  therefor ;  sieves  ;  safes  ;  bird-cages  ;  blinds, 
screens,  and  panels  of  wire  ;  wire  ropes  and  cables. 

Machines  for  making  ;  capping-screws. 

Wood-lathes,  chucks,  and  rests  ;  lathes  for  turning 
irregular  forms,  lasts,  ax-handles,  gun-stocks,  &c. 

Boring,  carving,  dove-tailing,  dressing,  hewing, 
mortising,  polishing,  planing,  rabbeting,  sand- 
papering, tenoning-machines. 

For  making  blocks,  [nautical,]  blocks,  [paving,] 
boxes,  cogs,  shingles,  gutters,  lath,  match-splints, 
oars,  pickets,  shoe-pegs,  splitting  and  bundling 
fire-wood,  wash-boards ;  wedges. 

For  making  bowls,  bungs,  clothes-pins,  corks,  dow- 
els, handles,  pegs,  plugs,  round  and  oval  frames, 
spools,  wooden  pins,  wooden  screws. 

Machines  for  cutting  dye-wood ;  bending  wood ; 
planing  and  dressmg  veneers  ;  preparing  whale- 
bone. 
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